Does your ceiling look like someone dropped a pot of coffee on it and left it to dry? 
Water damage on a ceiling can leave unsightly stains. Repairing this kind of damage 
requires much more than simply painting over it. You need the help of a water damage 
restoration company, water damage ceiling repair 



